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R. Periodic operating reports & related correspondence

9203030113 "Personnel Monitoring Rept for Nine Mile Point Nuclear Station Units 1 &
2,1991." W/920224ltr.
FIRLIT.J.F. Niagara Mohawk Power Corp. 91/12/31. 2pp. 60805:086-60805:087.

9203040196 "Annual Occupational Exposure Rept,1991." W/920224 Itr.
FIRLIT.J.F. Niagara Mohawk Power Corp. 91/12/31. 3pp. 60813:056-60813:058.

92030402S9 "Semiannual Radioactive Effluent Release Rept Jul-Dec 1991." W/920228
Itr.
TERRY.C.D. Niagara Mohawk Power Corp. 91/12/31. 33pp. 60813:261-60813:293.

9203250092 Monthly operating rept for Feb 1992 for Nine Mile Point Nuclear Station
Unit 1.W/920306 Itr.

COLMAN.D.E., DAHLBERG.K.A. Niagara Mohawk Power Corp. 92/02/29. 12pp.
61107:331-61107:342.

S. Reportabie occurrences, LERs & related correspondence

9203030123   Forwards   Rev   1   to   Part   21   rept,dtd   920204,re   Generators   EMD
A20.A20C.A20C1 & A20C2,adding Oyster Creek plant to list of affected users.
MITCHELL.M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear
Reactor Regulation, Director (Post 870411). 1p. 60804:346-60805:005.

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C
generator.Rev adds Oyster Creek plant to list of affected users.
* MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp.
60804:347-60804:349.

9203030094 NPDES noncompliance notification:during Jul-Dec 1991, several nonsafety-
related multi-parameter strip chart recorder failures failed to receive continuous input
from plant process computer for Unit 2.

DAHLBERG.K.A., MCCORMICK.M.J. Niagara Mohawk Power Corp. 92/02/19. Docu-
ment Control Branch (Document Control Desk). 15pp. 60794:345-60794:359.

9203110083 LER 92-002-00:on 920204,Secondary Containment Integrity was momen-
tarily breached.Caused by man-machine interface.Closed Reactor Bldg & Turbine Bldg
access doors to restore Secondary Containment Integrity.W/920228 Itr.
TESSIER.R., FIRLIT.J.F. Niagara Mohawk Power Corp. 92/02/28. 5pp. 60948:240-
60948:244.

9203110100 Special repton 920214,Containment Hydrogen Monitoring Sys was de-
clared inoperable.Caused by low sample flow indicating condition at local instrument
cabinet.Work request was issued to troubleshoot cause for low flow.W/920229 Itr.
FIRLIT.J.F. Niagara Mohawk Power Corp. 92/02/29. Document Control Branch (Docu-
ment Control Desk). 2pp. 60898:305-60898:306.

9203110210 LER 92-001-00:on 920122,determined that min number of operable instru-
ment channels per operable trip sys required by TS not met due to personnel
error.Reactor power level raised to clear condition.W/920302 Itr.
TESSIER.R.L. FIRLIT.J.F. Niagara Mohawk Power Corp. 92/03/02. 8pp. 60948:299-
60948:306.

9203190329 Provides description of short term corrective actions & planned corrective
actions in response to Unit 1 loss of ultimate heat sink event of 920221.
SYLVIA.B.R. Niagara Mohawk Power Corp.  92/03/11. Document Control  Branch
(Document Control Desk). 8pp. 61060:305-61060:312.

9203250098 Special repton 920127,drywell high range gamma radiation monitoring sys
was declared inoperable.Caused by voltage tolerance beyond value required to extin-
guish operate lamp. Monitor recalibrated.

DAHLBERG.K.A. Niagara Mohawk Power Corp. 92/03/16. Document Control Branch
(Document Control Desk). 2pp. 61191:001-61191:002.

9203250102 LER 92-004-00:on 920216,reactor scrammed & HPCI initiated due to stick-
ing pivot & worn pin to lever connection on turbine stop valve.Maint performed on
valve hydraulic control mechanism.W/920318 Itr.

TESSIER.R.L, DAHLBERG.K.A. Niagara Mohawk Power Corp. 92/03/18, 6pp.
61120:289-61120:294.

9203300199 Part 21 rept re potential failure of Elm wood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.Initially reported by util on 911010.Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L.  Nutherm  International, Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.

V. Operator Examinations

9203160302 Notification of contract execution.task order 142 to "Technical Assistance
to Support Licensing Activities." ContractorSonalysts.lnc.

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289*2. 92/03/
02. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411).
PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 60963:015-60963:019.

-9203170172 Ltr contract NRC-03-89-031,definitizing task order 142. "Reactor Operator
Licensing Exam,Nine Mile Point Nuclear Power Plant," under contract.
SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/
02. PETERSEN.LR. Sonalysts, Inc. 4pp. 60963:016-60963:019.

DOCKET 50-223 UNIV. OF LOWELL RESEARCH REACTOR

H. General correspondence

9203310308 Informs that retirement of L Beghian modified reporting chain for Lowell
Reactor.New reporting chain listed.

FOY.R. Lowell, Univ. of, Lowell, MA. 92/03/23. NRC - No Detailed Affiliation Given.
1 p. 61217:010-61217:010.

DOCKET 50-225 RPI CRITICAL EXPERIMENT

P. Operating Sicense stage documents & correspondence

9203190404 Forwards request for addl info re storage of addl fuel at licensee critical
facility.in response to licensee 920128 Itr.

MICHAELS.T.S. Non-Power Reactors, Decommissioning & Environmental Proj. Dir.
(Post 901216). 92/03/13. HARRIS.D.R. Rensselaer Polytechnic Institute, Troy, NY.
4pp. 60971:173-60971:176.

R. Periodic operating reports & related correspondence

9203230264 "Annual Rept of Operations at Rensselaer Polytechnic Inst Reactor Critical
Facility,1991."

HARRIS.D.R. Rensselaer Polytechnic Institute, Troy, NY. 92/03/16. Document Control
Branch (Document Control Desk). 2pp. 61077:286-61077:287.

DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2

F. Security, medical, emergency & fire protection plans

9203090049 Rev 0 to EPIP-730-3, "Emergency Planning Program Audits & Surveil-
lances," reflecting deletion of procedure since surveillances have been incorporated
into Dresden General Surveillance (GSRV) sys.

*  Commonwealth Edison Co. 91/02/22. 13pp. 60862:164-60862:176.

9203110025 Forwards rev 38 to Security Plan.Rev withheld (ref 10CFR73.21).
KOVACH.TJ. Commonwealth Edison Co. 92/02/20. Document Control Branch (Docu-
ment Control Desk). 1p. 60897:285-60897:285.

9203300285 Rev 3 to EPIP 0730-T2, "Procedure Distribution Matrix for Emergency Re-
sponse Manuals."

* Commonwealth Edison Co. 92/03/09. 24pp. 61174:327-61174:350.

9203200160 Acks receipt of 920220 Rev 38 to security plan.Rev consistent w/provi-
sions of 10CFR50.54(p) & acceptable for inclusion into plan.

GREGER.LR. Region 1 (Post 820201). 92/03/12. KOVACH.TJ. Commonwealth
Edison Co. 2pp. 61069:290-61069:291.

9203300366 Revs 02A to EPIP 200-T1, "BWR EALs." Rev changes pages 2 & 10 of
21.

* Commonwealth Edison Co. 92/03/13. 3pp. 61169:230-61169:232.

9203300290 Rev 1 to EPIP 0150-04. "High Radiation Sampling Sys GSEP Utilization
Guidance."

HOLMAN.R., SHARPER.D. Commonwealth Edison Co. 92/03/19. 22pp. 61198:289-
61198:310.

9203300069 Forwards insp repts 50-237/92-04 & 50-249/92-04 on 920304-05 & 09-
10.No violations noted.

GREGER.LR. Region 3 (Post 820201). 92/03/23. REED.C. Commonwealth Edison
Co. 2pp. 61110:299-61110:305.

-9203300074 Physical security insp repts 50-237/92-04 & 50-249/92-04 on 920304-05
& 09-10.No violations noted.Major areas inspected: mgt support,protected & vital area
physical barriers, detection & assessment aids & alarm stations.
MADEDA.T.J., CREEDJ.R.  Region  3  (Post 820201).  92/03/19.  5pp.  61110:301-
61110:305.

H. General correspondence

9203240264 Responds to 911215 Itr to Chairman Selin re NRC policy on INPO repts &
methods used to evaluate & determine which plants require closer monitoring.List of
plants presently in one of three categories from NRC senior mgt meeting encl.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/
17. LEWIS.M.I. Lewis, M. 7pp. 61085:286-61085:292.

O. Advisory Committee on Reactor Safeguards reports & correspondence

9203270039 Forwards 720616 Itrs to utils requesting info on experience w/rod worth
minimizers.

SKOVHOLT.DJ. Atomic Energy Commission (Pre 750119). 72/06/26. SIESS.C.P.
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:166-61215:167.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear
Plant.Forwards App A documents which are being made available in PDR.
PHILIPS.J.D.   Division  of  Freedom  of  Information  &  Publications Services  (Post
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York. Inc. 4pp. 60997:033-60997:036.

9203020018 Forwards proprietary GE-NE-187-37-0991, "Shroud Support Access Hole
Cover SER for Dresden & Quad-Cities." SER withheld.

SCHRAGE.J.L. Commonwealth Edison Co. 92/02/21. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 5pp. 60767:309-60767:313.ound satisfactory but backlog of mods needs at-
